Laboratory Quality Series Schedule Fall 2009-Spring 2010 


updated 2009_0827ms 



Day 

Date 

Time 

Rm 

Presenter 

Topic 

Sept 2009 

Fri 

25-Sep 

1-2 pm 

133 

DinaCaioggero 

Vaiidation of LiS systems 

Oct 2009 

none scheduled 






Nov 2009 

Wed 

4-Nov 

1-2:30 pm 

133 

Charies Reynoids 

Pre & Post Anaiyticai Systems 


Fri 

20-Nov 

1-2 pm 

133 

Peggy DiNataie 

New Test impiementation (repeat) 

Jan 2010 

Wed 

13-Jan 

1-2 pm 

133 

Dina Caioggero 

Corrective Actions 


Fri 

22-Jan 

1-2 pm 

133 

Dina Caioggero 

Corrective Actions (repeat) 

Feb 2010 

Wed 

10-Feb 

1-2 pm 

133 

Peggy DiNataie 

Laboratory Audits 


Fri 

26-Feb 

1-2 pm 

133 

Peggy DiNataie 

Laboratory Audits (repeat) 

Mar 2010 

Fri 

12-Mar 

1-2 pm 

133 

Dina Caioggero 

Vaiidation of LiS systems (repeat) 

April 2010 

Wed 

7-Apr 

1-2 pm 

133 

Peggy DiNataie 

New iots, Lot-to-iot vaiidation 


Fri 

30-Apr 

1-2 pm 

133 

Peggy DiNataie 

New iots, Lot-to-iot vaiidation (repeat) 

May 2010 








Wed 

12-May 

1-2 pm 

133 

Peggy DiNataie & 
Dina Caioggero 

Record Retention 


Fri 

21-May 

1-2 pm 

133 

Peggy DiNataie & 
Dina Caioggero 

Record Retention (repeat) 
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